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SUBJECT: FRISKEM METAL DETECTOR 


Message Text 


REQUEST YOU SEND TECHNICAL MANUAL AND CIRCUIT DIAGRAM 
FOR ALL CIRCUIT BOARDS FOR THE FRISKEM/AF, SERIES 40 METAL 
DETECTOR. THESE DOCUMENTS ARE NEEDED IN ORDER TO PERFORM 
MAINTENANCE ON THE SYSTEM. 
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